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SUBJECT 


' IReq uisition of Medical Pouch Kit* for 
the East German Bed Cross 
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REQUIREMENT NO. RD 
REFERENCES 



The K*st German Government Office for Chemical Planning has been notified of a 
requisition for 35*000 to 40*000 medical pouch kits* both belt and sling* for 
ishe German Bed Cross* Because of the scarcity of cardboard* it reported 
that this requisition will be difficult to nil* The contents of the kits 
Are similar to thbse of the former German Army medical kits* 
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